instructions 


FOR THE 


HEATH 


MICROPHONE 


Model HDP-121A INTRODUCTION 


The Heath Model HDP-121A base-station micro- 
phone is ideal for use with Heathkit SSB Amateur 
Radio equipment. It is attractive, well-constructed, 
and features a push-to-talk bar that can be locked on 
for long transmissions. 
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Die-cast zink, high impact ABS. 
9-11/16” high x 4-1/2” wide x 4-13/16" deep. 
2 lbs. 


7', 5-conductor, 2 shielded, 
black vinyl covered. 
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